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Z3 April 1965 

{ 


G«noral C.V.R. Schuyler 
Commieeioner, Stete ol New York 
Executive Department 
(Mflce ol General Servicea 
M3 Washington Avenue 
Albany* New York 12225 



Dear Generali 


Many thanki lor your letter ol April 23 
nection with our nomination ol Kirk lor the Rockeleller 
Award, but moet eepecially lor your warm remarks 
in connection with my departure Irom the Agency. 


It has been a great education to me and 
privilege to serve with the high caliber ol people the 
Agency has on board. 

With my apprecUtion, and with warm personal 
regards. 

Faithlttlly yours. 


/s/ 

Marshalls. Carter 
Lieutenant General, USA 
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c. V. R. SCHUYUER 

COHMIBSIONe* 


state of new YORK 

EXECUTIVE department 
OFFICE OF GENERAL SERVICES 

143 WASHINGTON AVENUE 
ALBANY. N. Y. 


April 23, 1965 


Lt. General Marshall S. Carter, USA 
Deputy Director 
Central Intelligence Agency 
Washington, D. C. 20505 

Dear Pat; 

It was good to loam from your 

again nominated !'3™'®“,f-^^P®yiamlnlstMtlon. I shall be delighted 
slrvlce Award In the “omlnatlon, for In my 

resfcirirw^tl Lri^rre ^ have the very highest respect 

for his administrative talents. 

^ that I had some correspondence with 

I note from my files that ^^^^nection with Kirk's nomin- 

Dr. van de Velde in June o > hope he wins it this 

ation for this same award at that time. 

year. ^ 

I am of course distressed to lea^ t^t^th^^^^^^^^^ 

a military chief for ^ut^atlc ^ly ^ ^ 

by a civilian in the nu been doing a magnificent job in 

since from all 1 hear y™ ’’“L Amy will gain from CIA' s 

f ^fsrirwm ru out Lr the best. Anyway, 

all the best of luck for the future. 

Sincerely, 


C '■'L' ^ 
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